To:  Way,  Steven[way. steven@epa.gov];  McComb,  Martin[McComb. Martin@epa.gov] 

Cc:  Petri,  Elliott[Elliott. Petri@WestonSolutions.com] 

From:  Lucotch,  John 

Sent:  Tue  9/8/2015  1 :42: 1 7 PM 

Subject:  RE:  GK  Mine  Adit  Stabilization-Rock  Bolts  and  Wire  Mesh-  Latest  picture  of  work  on  adit 

9/5/15 

Good  Morning  Steve, 

The  photo  has  been  uploaded  to  the  epaosc.org  site  " Gold  King  Assessment". 

Thanks 

— Original  Message — 

From:  Way,  Steven  [mailto:way.steven@epa.gov] 

Sent:  Monday,  September  07,  2015  9:52  PM 

To:  McComb,  Martin  <McComb.Martin@epa.gov>;  Lucotch,  John 

<John. Lucotch@WestonSolutions.com> 

Cc:  Petri,  Elliott  <Elliott.Petri@WestonSolutions.com> 

Subject:  FW:  GK  Mine  Adit  Stabilization-Rock  Bolts  and  Wire  Mesh-  Latest  picture  of  work  on  adit  9/5/15 

Would  you  guys  be  willing  to  post  this  on  the  appropriate  OSC  website,  and  then  let  me  know  which  that 
is  too. 

Many  thanks, 

Steve 

Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA-  Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 

— Original  Message — 

From:  Griswold,  Hays 

Sent:  Saturday,  September  05,  2015  8:53  PM 
To:  Way,  Steven;  Christoph  Goss;  Michael  J Gobla 
Subject:  Latest  picture  of  work  on  adit  9/5/1 5 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is  confidential  and 
proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary  information  without  the  written 
permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you  received  this  email  in  error,  please  notify 
the  sender  by  return  e-mail  and  delete  this  email  from  your  system.  Thank  you. 
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